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ERS-Ams 4B, Hospital of Physiotherapy 

2. Georgian Alpine Club 

3. Russian Orthodox Church 

4. Tourist Home 

5. School 

6. Red Cross Hospital 
_ 7%. Mineral Bath House 

8.Balneological Institute 

9. Museum 

10. Market 

1. Electric Transformer Station ‘| 
22. GYM 

13. Cinema House 

o® 142 MVD Headquarters 
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